140—The New Rainbow Bridge opened in 
November of 1941 replaces the span destroyed 
by the ice jam in January of 1938 
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THE NIAGARA FALLS MUSEUM * 

No trip to Niagara Falls is complete without £ 
a visit to this museum. The museum, situated £ 
on the Riverway and facing Prospect Park, = 
is a storehouse of interesting relics and 
unusual objects, and has several hundred £ 
thousand specimens, including Egyptian mum- £ 
mies. Indian relics, and animals. “ 





